TOWNS' REFUSE  AND GARBAGE
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use of hot air, and flu4 capacity of the destructor per day of
twenty-four hours is therefore greatly increased.

The high temperatures which are attained in the destructor
furnaces or cells when worked with forced hot-air draught,
while leading, however, to a much higher efficiency '<>*' Iho
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furnace and boiler, have created some difficulties of design,,
for the molten slag has teen found to have a very destructive
action on the furnace floor and walls, and in some eases
steam-jets have been employed purposely, in place of fans,
as in the Meldrum furnace, in order to keep down the furnace
temperatures.